
Avantis Swimming Academy 

At Avantis we love swimming and that's what we do best. We strive on working with 
families like yours to pass on the joys and thrills of both recreational and competitive 
swimming. We get fulfillment and gratification from seeing our students flourish by 
investing time, energy, and care into each and every individual. 

Avantis Summer Camp and Day Camps NYC 

We have phenomenal Day Camps in NYC and a Summer Camp program for swimmers of all 
levels and ages. When your child attends an Avantis Summer Camps NYC or Sleepaway 
Camps in New York you can be assured that they will receive the best care and instruction 
during their time with us. We provide a well-rounded and balanced program that promotes 
the growth and health of the entire student; including their physical, mental, and emotional 
well-being. 

Swim Programs 

Avantis Swimming Academy provides beginner swim classes and intermediate swimmers 
appropriate swim classes based on age and ability. Our approach to every child is unique, 
gentle and encouraging and we recognize that every child is different and has different 
needs. Our goal is to challenge your swimmer to learning to swim with technique classes 
that are designed to fit your child's skill level. Please check all levels in this section. Our 
WSI, CPR, Lifeguard training and experienced Instructors provide an individual approach 
to each student. 



• Our classes are 30 minutes or more. 

• Age: 4 and up 

• Heated In-Door Pool 

• Classes are on Fridays, Saturdays and Sundays 

• Systematic teaching approach 

• High Instructor-to-student ratio 

• Classes designed for all levels 




Swim Classes 

Avantis Swimming Academy offers swim classes for CHILDREN (ages 4- 
up). We have an individual approach to every swimmer and we 
recognize that every swimmer is different and has different needs. We 
truly love working with kids. 

Our goal is to make every child feel comfortable in the water first and 
then slowly begin teaching the basics. Our WSI instructors are here to 
help your kids learn swimming at their own pace! 

Day Camp NYC 

Summers are a time to remember. Avantis Day Camp NYC should be a place for having fun, 
spending time with friends, making memories, and sharing experiences that last a lifetime. 
At Avantis we combine all of these things with the BEST swim training imaginable. That is 
what AVANTIS is all about! Avantis Sleepaway Camps in New York are devoted to 
providing an exhilarating and rewarding swim camp experience for both children and their 
parents by providing structured training, as well as social and recreational activities. Our 
staff consists of professional athletes, who have worked with children for many years. We 
equip our staff and facility with the latest and most modern safety and technological 
products in order to maintain constant contact and security both on and off the swim camp 
facility. We realize you have many choices when it comes to choosing a swim camp for 
your child. We want you to rest assured that we are the best at what we do. Choose us - 
Avantis Summer Camp in NYC! 



Summer Camps 




Our Day Camp NYC is a top notched summer swim camp in NYC. 
Our campers (boys and girls ages 5-16 enjoy their stay, make fun 
and unforgettable memories at our Day Camp NYC while 
participating in activities like swimming, rock climbing, practicing 
strength and endurance building activities, attending fun places 



Uke Water Parks, Museums and various NYC landmarks. 



For more information please visit http://www.avantissa.com 



